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sions to Aid Members May 
atural Gasoline Men Meet in Dallas 
Apr. 
o Goal Better Than Safety, Colorado 
Dealers Told A 
Oklahoma Association Holds Meetings in 
Six Districts 
Oklahoma Association Opens 
nent Headquarters 
Oklahoma Convention and Appliance 
Show in September J 
Oklahoma Dealer Urges Larger Stor- 
age at Point of Use, by O. D. Peng 
Apr. 
Oklahoma LPGA Will Give Annual 
Awards for Safe Handling of LP-Gas, 
by O. D. Hall 
Oklahomans Will Discuss Group Insur- 
ance, by O. D. Hall.. Sept. 
‘Pattern for State Legislation,” History 


ANUARY-1947—Part 2 


Organizations—Continued 


of Development of B-P Gas Law in 
Colorado, by F 
Ransome Dealer Meeting Held 
Safety Is Major Theme of Oklahoma 
Association Meeting, by O. D. Hall 
Texas Dealers Meet at Fort Worth, by 
Paul Lady July 
Texas Dealers Select Live Topics for 
June 11-12 Convention at Fort Worth 
Apr. 
Texas Safety Meetings Continue in Dis- 
tricts July 
Torbit, Harry, Re-elected President of 
Colorado Association 
Wright, W. B., Is President Georgia 
Butane Dealers Assn 


P 


Power-Butane, Propane 


(Automotive) 


ABC’s of Butane-Propane for Engine 
Use, Part I, by E. A. Stratman..Feb. 
The ABC’s of Butane-Propane for En- 
gine Uses, Part 2, by E. A. ——— 


ATA Booklet Shows Truck ‘Codnemiant 
Data Nov. 
Advantages and Limitations of B-P Gas 
as Engine Fuel, by Harold W. Wick- 
strom : 
Balances Load with Motor Fuel Sales 
Sept. 
Build Summer Load on Engine Fuel, 
by Ralph G. A 
Butane Engines Operate Gins 
Butane—4 to 1—Dealers Specify. .Mar. 
Converted Engines Need Cold a 
by Robert Tattersfield May 
Dealer Rates Butane Best for Many 
Power Needs 
Diesel Conversions Pay Their 
Costs, by John Howard Kerr....Apr. 
Heavy Duty Units in Strong Demand, 
by Lee Scott, Jr June 
New Carburetor Firm Enters Field.Sept. 
New Truck Design Permits Heavier 
Loads, Easier Steering 
No Overhauls for 100,000 Miles, by Lee 
Scott, Jr. Dec. 
No Overhaul for 138,000 Miles, by O. D. 
Hall Sept. 
Processing Lumber in the South..Nov. 
a with B-P Gas, by O. D. 


Reitz, Al, Will Speed Production of Dix 
Carburetors Nov. 

Sells 400,000 Gals. Monthly for Irriga- 
tion, by O. D. Hall Oct. 

Sixty Thousand Miles Between Over- 
hauls, by Ralph E. Meeder 


Pumps and Pumping 


Irrigation Pumping Series, by Charles 
M. Denton 
Drives 
Engine Cooling 
Pumping Engines 
Pumping Water with B-P Gas.... 
June 


pr. 
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Pumps—Continued 


Pump Problems, by R. Stanley Smith 
Bulk Plant Design..............May 
Important Installation Features — A 

Summary .... a0's o 60 a Ns 
Tank Truck Installations 
Unloading Tank Cars......... ..Jdan. 
Use of Hydraulic Power to Replace 
Electric Motor Drive.. Oct. 

There’s More to Pumping Liquid Than 

a Pump, by Charles M. Corken..Aug. 


Q 
Quiz 


Appliance Conversion 

Burner Design 

Competitive Fuels—Coal 

ss ennneig Lennpiete-seipunionnts Part 1 


Competitive Fuels—Oil eweodw nissan 
Competitive Fuels—Wood .........Aug. 
Thermostatic Control .............. Feb. 
Types of Water Heaters.. 

Water Heater Burner Adjustments.Jan. 
Water Heating 


Regulations, Codes and Laws 
(Also see “Safety’’) 
Arizona B-P Gas Dealers Cited by Cor- 
poration Commission .-May 
California Issues New Code for B-P Gas 
EGOS son0si sc 060.00 reeesenes +++eFeb. 
California Safety Body Plans B-P Gas 
Code Changes ......e+e...++.++--Aug. 
Codes and Standard Practices Covering 
Gas Appliance Installation, by H. W 
er eae e 
Coral Gables, Fla., Levies Heavy Tax on 
ree ere ee ... Aug. 
Courts Will Decide Arizona Dealers’ 
Case ...... 
Florida City Levies 10% Tax on LP-Gas 
IE. 0658 05.0 6e5 0 cesdeccn cece vente 
ICC Examiners Recommend Lower Esti- 
mated Weights ........e.seeeee% Sept. 
ICC Names Jan. 15, 1947, for Cylinder 
Retesting Limit ................Jduly 
ICC Regulations Manual Published.July 
Los Angeles Adopts Code for B-P Gas 
Installations Aug. 
Mississippi Enacts Privilege Tax Law 
Affecting Dealers ............... June 
Motor Coach Trailers Must Use ICC 
Cylinders ..... « s:w:0.0e GN 
NBFU Makes New Ruling on Excess 
Flow Check Valves........... ..-Mar. 
Oklahoma Fire Marshal Issues New In- 
EES TAMIPS 60's 40 0:6 c:acien cise bald Feb. 
Oklahoma Fire Marshal Will Condemn 
Non-Code Tanks ..... 
Oklahoma Issues Amended Code....Apr. 
Test Case Filed Against Arkansas Labor 
Department Jan. 
Texas Supreme agers Upholds Legisla- 
ture in B-P Gas Act......... .. July 


s 


Safety 
(Also See “Regulations’’) 


Accident Causes Are Analyzed....Jan. 
Butane Group Attacks Accident Prob- 
lem in True Texas Style bicues ...Fe 
Check Fire Extinguishers in Interest of 


ploye Cooperation, by George 


Would Avoid Accidents, by J. O. 
Green ..... Sept. 
Louisiana Commission Sponsors Safety 
School for Dealers..... eee ..-Dec, 
Review Safety reise with Returning 
Veterans . -Mar. 
Safe Motor Vehicles “and Equipment for 


Transporting Liquefied Petroleum Gas 
ewes ocecee -Octam 


eeresesece 


Safe Operation of “Motor Vehicles Trans- 
porting Liquefied Petroleum Gas.June 


Sales Promotion 


Gas Appliances: From Sideline to Deal- 


ership, by Frank Hoad - Oct. 
“Hot Water Magic’? Shows Importance 
of Water Heaters - Oct, 
Intensive Campaigning Sells" New Pr 
Gas Customers ..... ept. 
Outlying Market Is Your Field Beit TL 
by Mare W. Pender 


..May | 
Put Sales Promotion to Work, by , i. 


Ideas, by Betty Brown.. 


--S 
Sales-Wise Financing, by "Frank J. 
Welsh 


Want to Sell? Put Yourself in Custoual 


er’s Place, by Zoe Johnson......Dec.: 


Service 
Dealers Will Find It Pays to Service 
LP-Gas Equipment, by Kenneth R. D. 
Wolfe cccccces cepts 


Furnace Adjustments ‘in Shop Save’ 


Many Service Calls ..... Seceneen Feb. 
Training Servicemen, by C. C. West- 
moreland 
Gas Refrigerator Servicing.......July 
General Principles of Gas a 
Serer 
Meters, Regulators "and Related Pipe 
Fittings 
Range Servicing ............. ated 
Water Heating, Space penihers Serv- 
icing Problems .Mar. 
Tulsa University Will Give B-P Ga 
Short Course ........... Show eee May 


Statistics 


(Production, National and State Sales)’ 


1,100,000,000 Gals. of B-P Gas Markete 
in 1945, by G. G. Oberfell and R. W. 


Thomas 5 -.. Jans 


Pacific Coast. Domestic Use Gain 
12,956,000 Gals. in 1945, by Ed. T. 
Knudsen . De 


Recoverable LP-Gases 12 Times the De- 


mand, by George R. Benz........Dec. 
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